
P . O . Box 5 5 5 5 
Fontana, California 92334-5555 
Telephone: 71 4/360-2 1 00 
800/241-8552 
FAX: 714/360-2131 

June 20, 1990 

Ms. Fran Goehl 
Philip Morris USA 
120 Park Ave. 

New York, NY 10017 

Dear Fran: 

Attached for your review are the requirements to create a totally 
new lighter from conception to finished product. The lead time 
from an approved prototype would be six to seven months. The 
monthly capacity would be one million per month. 

We would be delighted to discuss this type of venture with you 
futher. 

Thank you for your continued support. 


Sincerely, 



Ross Knapp 


RK/ js 

cc: Gaile Newsome 


Source: https://www.industrydocuments.ucsf.edu/docs/xtnn0004 
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